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Message Text 


LIMITED OFFICIAL USE CASABLANCA 0087 

SY CHANNEL 

FOR A/SY/OPS-T FROM OIC/RTC CASABLANCA 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : ALARM INSTALLATION CAIRO 

SURVEY FOR CAIRO CCC ALARM SYSTEMS COMPLETE AND REPORT 
IS IN PROCESS. THERE REMAINS, HOWEVER, A QUESTION AS 
TO THE PHYSICAL HANDLING OF THIS TYPE REPORT TO OBTAIN 
THE NUMEROUS APPROVAL SIGNATURES. UNLESS OTHERWISE 
INSTRUCTED RTC WILL INSTITUTE THE FOLLOWING: 

A. POUCH ALL REPORTS TO CAIRO FOR RSO, CRO. TUC 
APPROVAL AND INFORMATION. 

B. INSTRUCT RSO CAIRO TO POUCH ALL REPORTS TO ATHENS 
FOR ATO APPROVAL. 

C. INSTRUCT ATO ATHENS TO POUCH ALL REPORTS TO THE 
DEPARTMENT (SY/T) FOR SY AND OC APPROVAL. 

D. WHO MAKES FINAL DISTRIBUTION IS AS YET UNDETERMINED. 

E. IN THE MEANTIME, RTC CASABLANCA WILL GATHER 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 CASABL 00087 200859Z 

TOGETHER THE EQUIPMENT AND MAKE THE INSTALLATION 
AT THE FIRST OPPORTUNITY. 

ADMIT AVOVE PROCEDURE IS CUMBERSOME, INEFFICIENT AND 
TIME CONSUMING. WILL WELCOME ANY CLEAR-CUT 
INSTRUCTIONS ON MAKING IT EASIER. MONJO 
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